ALTAR  OF  RANCHOS  DE  TAOS  CHURCH 
Ranches  de  Taos  Church  was  built  in  the  early  1700's. 
The  wooden  reredos  or  altar  screen  has  been  unchanged 
for  a  hundred  years  or  more.  It  was  built  to  provide  a 
place  for  painting  which  came  from  either  Mexico  or  Spain 
or  both. 
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